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for doors but not for windows, the hall or gallery being lighted from above. Such a hall would be in the highest degree educational in a country where millions are spoken of so glibly and wasted so recklessly; while no one can really appreciate modern science, dealing as it, does with the unimaginably great, and lit tits unless he is enabled to realise by actual vision, and summing up, what a vast number is comprised in one of those millions, which, in modern astronomy and physics, he has to deal with not singly only, but by hundreds and thousands or even by millions. In every considerable town, at all events, a hall or gallery should have a million thus shown upon its walls. It would in no way interfere with the walls being covered when required with maps, or ornamental hangings, or pictures; hut. when these were removed, the visible and countable million would remain as a permanent lesson to all visitor*; tutd I believe tlwt it would have widespread beneficial effects in almost every department of human thought and action. On a mimll scale anyone can do this for himself by getting a hundred sheets of i'ngimn'r*H paper ruled in small squares, and making the spots very «umll; and even this would be impressive, but not HO much KO n« on tin? larger scale.
In order to enable every reader of thin volume ut once tt» form some conception of the number of units in a million, I have ninth? an estimate of the number of letten contained in it, am! I find them to amount to about 4^0,000— considerably lew thtw half a million. Try and realise when reading it, that if every letter were a dollar, we waste as many dollars m there are letters in ten such volumes whenever we build a battlcuhip.pace between the black spots.    At each tenth spot a double width should be left so as to
